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Energy Recovery Ventilator Core Market worth $1,360 million by 2027- 
Exclusive Report by MarketsandMarkets™ 


The report "Energy Recovery Ventilator Core Market by Material Type (Engineered Resin, Fibrous Paper), 
Shape (Square, Diamond, Hexagon, Wheel), Flow Type (Counter-flow and Crossflow) and Region - Global 
Forecast to 2027" size is projected to grow from USD 947 million in 2022 to USD 1,360 million by 2027, at a 
CAGR of 7.5% from 2022 to 2027. Major factors driving the growth of the energy recovery ventilator cores 
include increased attention on indoor air quality due to climate changes. Rising global temperatures also play a 
major part in the demand for recovery ventilator core. Also, increasing commercial and residential 
construction activities in developing countries such as China, India, Australia, and others are expected to 
provide a significant opportunity for growth of the market. 


Attractive Opportunities in the Energy Recovery Ventilator Core Market 


947 1,360 
CD O C O 


CAGR The global energy recovery ventilator core market is expected 
= s worth USD 1,360 million by 2027, growing at CAGR of 7.5% 
rt 3 ¥ O, 5 
North America 1s the . 5 % during the forecast period 


largest market for energy 
recovery ventilator cores = 1 The growth of this market can be Pannershipsand new prodisct 
in terms of value [oq attributed to increased demand of A developments would offer 
Q healthy indoor air quality and rising lucrative opportunities for 
global temperatures 


market players in the next 5 
years 


© The market growth in North America Q increasing residential and 
J 


TA commercial construction 
onal can be attributed to demand for ‘ P 
sustainable and energy efficient activities in developing countries 


j s 5 

buildings provide lucrative growth 
opportunities for energy recovery 
ventilator core manufacturers 


Download PDF Brochure: https://www.marketsandmarkets.com/pdfdownloadNew.asp?id=198977108 


By Material, the engineered resins segment is estimated to be the fastest-growing segment of energy 
recovery ventilator core market during 2022 to 2027. 


The engineered resins segment, by material of energy recovery ventilator core market is projected to be the 
fastest-growing segment during forecast period. Engineered resins provides higher durability in wet and 
freezing conditions, and are less susceptible to degradation by mold and bacteria, which is the primary reason 
for growth of this segment. 


By flow type, the counter flow segment is estimated to be the fastest-growing segment of energy recovery 
ventilator core market during 2022 to 2027. 


The counter flow, by flow type segment of energy recovery ventilator core market is projected to be the 
fastest-growing segment during forecast period. The growth in this segment is due increasing residential 
construction activities in developing countries such as India, China and Australia as counter-flow ERV cores are 


generally used in ventilation and air-conditioning systems and are particularly suitable for controlled airflow of 
residential buildings. 


Inquiry Before 
Buying: https://www.marketsandmarkets.com/Enquiry Before _BuyingNew.asp?id=198977108 


By shape, the hexagon segment is estimated to be the fastest-growing segment of energy recovery 
ventilator core market during 2022 to 2027. 


The hexagon , by shape segment of energy recovery ventilator core market is projected to be the fastest- 
growing segment during forecast period. The growth in this segment is because hexagonal shaped energy 
recovery ventilator cores provides better energy recovery compared to other shapes due to the increased heat 
and mass transfer surface area resulting from the elongation of one side of the core. 
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North America is estimated to be the fastest-growing region in the energy recovery ventilator core market 
during the forecast period 


North America is projected to be the fastest-growing market for energy recovery ventilator core market during 
the forecast period. Rising technological sophistication, technology adaptation, and increasing demand in the 
region for efficient ventilation systems are expected to drive the growth of the energy recovery ventilator core 
market in North America. Also, growth in construction activities and the renovation of residential and 
commercial buildings, along with various industrial projects are among the major factors influencing the 
growth of the energy recovery ventilator core in North America. 


CORE, Inc. (Germany), Greenheck Fan Corporation (US), Ruskin (US), Beijing Holtop Air Conditioning Co., Ltd 
(China), Hoval (Liechtenstein), Innergy Tech, Inc (Canada), Xiamen AIR-ERV Technology Co., Ltd (China), Oji 
Container Co. Ltd (Japan), Dais Corporation (US), Klingenburg USA, LLC (Germany), Karyer Group (Turkey), 
Recuperator (Turkey), Teasung Co Ltd (South Korea), ERI Corporation (Italy), RenewAire (Italy) are the key 
players in energy recovery ventilator core market. 


Speak with Our Expert for More Details: 
https://www.marketsandmarkets.com/speaktoanalystNew.asp?id=198977108 


About MarketsandMarkets™ 


MarketsandMarkets™ is a blue ocean alternative in growth consulting and program management, leveraging a 
man-machine offering to drive supernormal growth for progressive organizations in the B2B space. We have 
the widest lens on emerging technologies, making us proficient in co-creating supernormal growth for clients. 


The B2B economy is witnessing the emergence of $25 trillion of new revenue streams that are substituting 
existing revenue streams in this decade alone. We work with clients on growth programs, helping them 
monetize this $25 trillion opportunity through our service lines - TAM Expansion, Go-to-Market (GTM) Strategy 
to Execution, Market Share Gain, Account Enablement, and Thought Leadership Marketing. 


Built on the 'GIVE Growth’ principle, we work with several Forbes Global 2000 B2B companies - helping them 
stay relevant in a disruptive ecosystem. Our insights and strategies are molded by our industry experts, 
cutting-edge Al-powered Market Intelligence Cloud, and years of research. The KnowledgeStore™ (our Market 
Intelligence Cloud) integrates our research, facilitates an analysis of interconnections through a set of 
applications, helping clients look at the entire ecosystem and understand the revenue shifts happening in their 
industry. 


To find out more, visit www.MarketsandMarkets™.com or follow us on Twitter, LinkedIn and Facebook. 
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